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Wednesday * 27 Joae 1962 


5. hist with Qeorga ^srpkf, Joint CwawtUH em 

Mo mbt Energy staff, and delivered to Mm NtR 11-2-62, ‘‘Soviet Atomic 
Energy Program** and MS 13-2*62* ' Cemmanlst Advanced ?«pra* 

CapebilSile*. ** la. the c««ri« of general cenversatleai* Mwrpkf «>M be th might 
tins CoauniitM would iikc ’to have the Agency appeer for tbt ft«mti 
of the Committee in the latter port of JF*Iy but ted wo specific date is 
mind ae ye t, i »!«mf Morphy to the fact tbu Mt. M«Ces* might be sot of 
the country sometime daring this period. Marphy Is to let as knew when the 
Committee decides ©s s •suggested date. 

Talked briefly with John Conway, also ©f tit Committee staff, fie 
was ana ware of tiaa fact tbst I bad Jest delivered ATR 11*2-62 and said they 
were interested in reports sMck they ted received tram, the Navy fte 


believed from Admiral Dennison) te tie effect ttet the Soviets were known 
to have i^eiaris-tyjpe satesartae* In the Pacific Oceaa* i laid Conway I 
was sot aware of these reports feat that I thought there was e sectlee i m 
K.IK U- 2-42 on Soviet submarines. Conway said his ewestloa weald protehly 
be answered in the estimate* He will check It before malting farther l«ealry. 


Received e call from Senator Homer 


Capekert requesting t drop by and talk with him this morning at 9*45. 


7. 


The Director appeared before the 


CIA s» a ©committees efSeaaie Armed Services and Senate Appropriations 
Committees today at 2:30 p. an. See lieeMiiin^^ 



JOHN a. WARNER 

legislative Ceeneel 


ec; Case Dir 

ZJB/S 

Col, Cregaa 
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